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Message Text 


UNCLASSIFIED 

PAGE 01 HAMBUR 00664 241619Z 

43 

ACTION PPTE-00 

INFO OCT-01 SCA-01 SCSE-00 ISO-OO /002 W 

030067 

R241547Z APR 75 
FM AMCONSUL HAMBURG 
TO VETERANS ADMIN HOSPITAL WASHDC 
INFO SECSTATE WASHDC 3378 

UNCLAS HAMBURG 0664 

E. O. 11652: N/A 
TAGS: CFED 

SUBJ: EGON REUTER C 22 615 160 DIALYSIS EQUIPMENT FOR VETERAN 

REF: YOUR CORRES OF 4/19/75 
YOUR WIRE 4/23/75 

CONGEN FEELS THAT SITUATION CALLS FOR IMMEDIATE REPEAT IMMEDIATE 
CLARIFICATION OF VET'S CITIZENSHIP. ACCORDING TO VA HOSPITAL 
REPORT OF NORTHPORT, NY, VETERAN IN NEED OF DIALYSIS TREATMENT 
THREE TIMES A WEEK INVOLVING APPROXIMATE COST OF $2300 REPEAT 
$2300 AS PER TODAY'S RATE OF EXCHANGE. IF VETERAN ARRIVES 
GERMANY AND IS NOT REPEAT NOT U.S. CITIZEN HE WOULD NOT BE 
ELIGIBLE FOR TREATMENT ABROAD AND WOULD HAVE TO RETURN US 
IMMEDIATELY. THE SITUATION HERE IS SUCH THAT PRECISE RESERVA- 
TIONS HAVE TO BE MADE WITHIN FOUR WEEKS TO HAVE DIALYSIS AVAILABLE 
TO VETERAN IN JULY. THIS MEANS THAT CONGEN HAS TO COMMIT 
ITSELF THAT COSTS ARE COVERED. THE CONGEN WOULD APPRECIATE YOUR 
CONTACTING VETERAN TO DETERMINE CITIZENSHIP. VETERAN'S US 
MAILING ADDRESS IS NEEDED BY DIALYSIS CENTER FOR IMMEDIATE 
DIRECT CONTACT. YOUR CABLE REPLY WOULD BE APPRECIATED. BERRY 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 24 APR 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975FIAMBUR00664 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7501 44-0705 
From: HAMBURG 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 9750421 /aaaaatpw.tel 

Line Count: 46 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION PPTE 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 YOUR CORRES OF 4/19/75 
Review Action: RELEASED, APPROVED 
Review Authority: GolinoFR 
Review Comment: n/a 
Review Content Flags: 

Review Date: 03 FEB 2004 
Review Event: 

Review Exemptions: n/a 

Review History: WITHDRAWN <08 JUL 2003 by SilvaLO, PRIVACY>; RELEASED <03 FEB 2004 by ShawDG>; APPROVED <05 FEB 2004 by 
GolinoFR> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: EGON REUTER C 22 615 160 DIALYSIS EQUIPMENT FOR VETERAN 
TAGS: CFED 
To: PPT VA 
Type: TE 
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